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OPERATION 



2. 



About Caller Identification 

This product is designed to store and display information about incoming telephone calls 
It must be used with Caller Identification service provided by your lo 5te£to 
company; there is a fee for this service, and it may not be amiable Tn alfWs 
Thjs p^luct can .provide information only if both you and the caller are ^ JoSS g 
Caller Identification service, and if both telephone companies use compatible equipment 
When you use this product with Caller ID service, you can see who's calling before 

o'caTwhetr ° nC - ^ mi l keePSaTeC ° rd ° fth * namCS - d numbed 3th ^ 
80 calls, whether you answer the phone or not. Each call is numbered in the cal 
history, with older calls having lower numbers. 

When the first call is received, the current time and date are set automatically 
(you cannot set them), and are reset each time a new call comes in. Ul ° matlCally 

Set Screen Options *** - 

You can adjust the display contrast, and you can select either English French or 
Spanish for display prompts. The unit is preset for English displays 

Setting Display Contrast 

1 Press and hold {delete] 

2 S,l%^™ ,p " ssCALLL,STBo ' ffl - ™™ 

5 ' X&iX™ ■* save ,he displayed contrast ,e ™' - — 

Select Display Language 

2 ]^.t5ES !^ ^ CALL LIST ®° r ® .un til yourja^g, j 

3 Press and release MM to save the displayed language and exit the setup menu. I 

NOTE: When setting screen options, if no selection is made within 13 seconds the 
unit will return to idle and the screen will return to standby. 

Review Call History 

When the unit is idle the screen displays the date, time, number of new messages and 
ZZ£3ti^^^^^^*~* Useaorsl^H 
NOTE: Buttons are inactive while the phone is ringing or for a few seconds afterward. 



INSTALLATION 



CAUTION: Make sure the unit is not connected to the phone line when 
installing batteries. 

Install Batteries 

Use a screwdriver to open the battery compartment as shown, and install 3 new 
AAA alkaline batteries. When battery power is low, the screen displays 
REPLACE BATTERY and the battery icon blinks. Replace batteries promptly. 




Table/Desk 

Connect the unit to a telephone and the modular jack, as shown below. If you wish, you 
can connect the unit to the telephone and an answering system set to answer calls after 
at least two rings. 



Installation 




Installation with Answering System 



/ 



INSTALLATION 



T 
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Wall 

1 Remove and turn the bracket as shown in Figure 1. Use the bracket as a 
template to make screw holes. Install two screws (not provided). 




Figure 1 

2 Turn the bracket {Figure 2) and reattach to the base. 




Figure 2 



3 Pull base down on screws. 




Ms 



4 Connect line cords as shown in Table/Desk installation. 



Remove a Call from Call History 

While reviewing a call record, press and release \DELETE\ to permanently delete 
displayed call information. 

Remove All Calls from Call History 

1 While reviewing a call record, press and hold IPOfTfl for about three seconds. 
The screen displays DELETE ALL?. 

2 Press \delete\ to remove all calls 
— OR — 

Wait 10 seconds to exit without deleting any calls. 



NEW CALL Light 

The light on the unit blinks when you have 
unreviewed call information in the call history, 
^Siter you've reviewed all call information, 
the light goes off. 



NEW CALL Light 
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Display Screen 



Indicates new 
call information 



Position of call in 
call history 



Date of call Time of call 




Name of caller 



Telephone number of caller 




DISPLAY SCREEN MESSAGES 



END OF LIST 


You've reached the end of the call history. Press the 
CALL LISTS or® to continue. 


NO MESSAGE 


You received no calls since you last cleared the call history. 


LONG DISTANCE 


Incoming call is from an area without Caller Identification 
service or from a different regional company, and the call 
information can't be determined. 


NO DATA 




No call information has been received by your provider. . 


BLOCKED 


NAME 


The caller has requested that name information not be sent. 


BLOCKED 


NUMBER 


When single/multi format message is received with 
private number, the screen displays the name, if it is received. 


REPLACE 


BATTERY 


Battery power is low. Follow the directions in 
INSTALLATION to replace the batteries. 


lUIHL 


NEW 


Indicates total number of calls received, and number of 
unreviewed calls in the call history. 


UNKNOWN 


NUMBER 


Caller information has been received with an unknown number. 


BLOCKED 


CALL 


The caller has requested that information not be sent. 


ERROR 




Caller ID information has been corrupted during transmission. 


UNKNOWN 


CALLER 


The caller does not have Caller ID service or has a service 
incompatible with yours, or is out of your Caller ID 
service area. 


UNKNOWN 


NAME 


Name information is unavailable for this number. 
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